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!• The Weimar plant came under Zeiss management in early fall 1953 and 
hy the end of December I 953 . employed 500 worked* 

2« Its cnief\ (Betr^ebslei ter) is Gerhard. Senf$ its technical, director 
is Kurt Ackennanzio * - 


3* The ? aimer plant production schedule is as follows « 


a » flew type Zeiss llghtrceters 
b» Self-timers for cameras 
c 5 Universal joints for tripods 
do Alarm clocks for home use 
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